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HIGHER SECONDARY CERTIFICATE ANNUAL EXAMINATION 2008 
This is to certify that the candidate bearing following particulars 
SEATNO: 100214 GROUP: PRE-MEDICAL 
NAME: BABAR AL! KHAN DISTRICT: GHOTKI 
FINAME: SARDAR RAHIM BUX KHAN 
SURNAME: BOZDAR 
INSTITUTE: 2. GOVT. DEGREE COLLEGE, MIRPUR MATHELO. 


passed the HIGHER SECONDARY CERTIFICATE EXAMINATION of the Board of 
Intermediate and Secondary Education Sukkur held im the month of MAY 2008 as a 
Regular candidate 


The candidate was placed in “B“ Grade by securing 714 marks out of 1100 
marks. 


The Examination was taken by the candidate as a whole / in parts. 


